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R£UR 012* WE INTERPRET SPECS C13.U AND 13.14) AS REQUIRING. THAT 
FRAMES BE CONTINUOUS AROUND All* CORNERS AND HAVE CLEAN, TRUE LINES 
AND SURFACES WHERE EXPOSED TO VIEW. FOR PRACTICAL REASONS FRAMES 
3 SHIPPED TO THE, JOB IN .SECTIONS . AND EITHER FLUSH RIVETED 
OR WELDED IN PLACE, USING CORNER ANGLES IF NECESSARY* BOLTING 
KAY BE PERMITTED IN YOUR DISCRETION* 

10/1721 Z 


EU 1801 Z 


Approved For Release 2000/08/28 : CIA-RDP78-04133A0001 001 70088-7 



